Errata: 

After Tlie Churchill Papers went to print a number of errata were found. 
Hopefully, these will all be corrected for the Second Edition (if there is one). 
In particular, the reader should note the following: 

Page 1: Winston Spencer Leonard Churchill should of course read Winston 
Leonard Spencer Churchill. 
Page 22: 1984 should read 1985. 
Page 93: Sunday, July 12, 1994 should read Sunday, July 12, 1992. 

These errors were entirely my own but were due more to undue haste in going 
to press than to de'fects of scholarship. (The first was actually pointed out by 
my colleague prior to printing but slipped through the net all the same). 

Alexander 
October 2 



